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BILL NO ^73-12-^7^7 


SPECIAL ORDINANCE NO. S- 

AN ORDINANCE approving a contract 
with NATIONAL MILL SUPPLY CO. for 
three 250 KVA transformers. 

BE IT ORDAINED BY THE COMMON COUNCIL OF THE CITY OF 
FORT WAYNE, INDIANA: 

SECTION 1. A certain contract approved December 6, 
1973, between the City of Fort Wayne, by and through its Mayor 
and the Board of Public Works, and NATIONAL MILL SUPPLY CO., for 

3 - 250 KVA Transformers $3,687.00 

all as more particularly set forth on CITY UTILITIES PURCHASE 
ORDER NO. 2668, which is by reference incorporated herein and 
made a part hereof, is hereby in all things ratified, confirmed 
and approved. 

SECTION 2. This Ordinance shall be in full force and 

















































































































S-73-12-27 


Bill No. 


REPORT OF THE COMMITTEE ON CITY UTILITIES 


We s your Committee on City Utilities __ to whom was referred an Ordinance 

Approving a contract with NATIONAL MILL SUPPLY CO. for 
three 250 KVA transformers. 


i 


have had said Ordinance under consideration and beg leave to report back dYo 


Council that said Ordinance v /■ ■ 




Paul M. Bums - Chairman 


PASS. 
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Common 
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Vivian G. Schmidt 

£/ j 



Donald J. Schmidt 
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Eugene Kraus, Jr. 
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W. V. 
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CUT UTILITIES 

DEPARTMENT OF PURCHASES 
ROOM 950 CITY-COUNTY BUILDING 
NUMBER ONE EAST MAIN SJREET 
FORT WAYNE , INDIANA 46802 


ORIGINAL 

PURCHASE ORDER NO. 


This number must appear on each pack¬ 
age, packing slip, invoice, bill of lading, 
express receipt and correspondence. 


r 


L 


National Mill Supply Co. 
5501 Distribution Dr, 

Ft. Wayne, Indiana 



2668 


1 TO — 

Light Construction 
1701 S. Lafayette St. 
Ft. Wayne, Indiana 


MAIL ALL INVOICES TO - 

CITY UTILITIES 

GENERAL ACCOUNTING 
4th FLOOR CITY- COUNTY BUILDING 
NUMBER ONE EAST MAIN STREET 
FORT WAYNE , INDIANA 46802 
INVOICE IN DUPLICATE, INCLUDING 
CERTIFICATION AS REQUIRED BY 
INDIANA STATE BOARD OF ACCOUNTS 


QUANTITY 

RECEIVED 


QUANTITY 

ORDERED 


:ri ption 


ACC'T. OR 
W.O. NO. 


UNIT PRICE 


E I 54.02 


250 KVA Transformers, single phase, 60 
cycle, 2 400/4 I 60y to 277/480y volts, 
with 2~2i% taps above and 2-2i% taps be I 
normal voltage. 0 I I-immersed, self-coole 
pole type, 

Westinghouse No. A 2552E52AA 
Price per Quote #520 
Freight Allowed 

SUBJECT TO COUNCILMAN 1C APPROVAL 


DW 

i , 


229 .00 


f ea 


3 , 68?.00 


ATT 


ENT 


rx 




Send all invoice 
4th Floor, 

1 : ( 

Fort Wayn 
Show P. O, n|i 
and Invoice 


; to Gen 

City-Coi 


LE-ZJLa.a 7.5. r 5.21 


N! 


era! Accoi 
jhty Bldg, 


•e, r;. - nda 1-6802 
mber on Packing 


nting 


uso 


NOTE; TERMS OF PAYMENT MUST EE SHOWN ON FACE 


SUBJECT TO CONDITIONS ON REVERSE SIDE 


OF INVOICE. OTHERWISE A 2% C/Sj DISCOUNT WIU 3E TAKEN 


BY- 




I TY UTIL.ITIES PURCHASIN ENT / 







































The following quotations were received regarding the 
following item; 

Quantity of 3% 250 KVA transformers, single phase, 

60 cycle, 2400/4160Y to 277/480Y volts, with 2 ~ 2 -|%. 
taps above and 2,- taps below normal voltage. Oil- 

immersed, self-cooled, pole type, 

Vastinghouse number A 2552EJ52AA,, or equivalent. 


Truitt Electrical Sales Agency $ 1 ,283«00/net each 


Apri 1 


Central Maloney 


$! f 392 . 00 /net each 
45-46 weeks 


H.K. Porter Company 


Westinghouse Electric Supply Company 


$1 & 230 . 88 /net each 
14 weeks ~ 1 6 weeks 
$ 1 s 392 . 00 /net each 
52 weeks 


Central Supply Company 


$1,450.00/net each 
26 weeks 


National Mill .ISupply 


$ 1229,00 /net each 
19 weeks 


DIGEST SHEET 

OF O.'.iD.O..^.vF: pjty utilities Pu rch ase Order #26 68 to Na tio nal Mi 11 Supply 

* ~ " 

*. " 

D;*.;V,l.isit'-O i .Vvr-v>U--'SAJi-ss.i O•. t .0.1L'! zaLs 0.f. ! >_ Boa rd of Public Works _ 

SYEOVSiS OF OVDETANCE Request the approval of t he p urchase of three (3) 

250 kv/\ tr ansf ormers from Na tiona l Hill Suppl y Company for use by Light^ Construction 


These transformers will be placed in inventory for emergency use 


• 

(Copy of P.0, and Bid Tabulation a.ttached) 

.... 

s.. 


‘ * - , 



• 


EFFECT OF win have the transformers in 

inventory for use in an 

.—emergencyc- . . . ' 

; 


• - - 

EFFECT OF NON-PASSAGE win not have.the transformers in inventory. 

• 



MONEY INVOLVED (Direct Costs-, Expenditures, Sav 

.- r .-r,.D 

Total Cost to City Utilities: $3,687.00 




AFKOSi) TO COMuiFi/T(J.TO) 


/ss 
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T.i•E OF O.’.Ur. >.../."■ .OF_City Utilities Purch ase Or d er #2668 to Na ti onal^ Mi 11 Supply 


V- T&-&-37 

to Nation; 

Board of Public Works 


-i 


DO; V.UTMENY AiKQCOSTING OVcDaNANCE 
SYNOV Si'S OF OVPL-TANCE R eq uest the appro va l o f t he p urchase of three (3) 

250 KVA tr ansf ormers from Na tiona l Mill Su pply Com pany for use by Light^Construction 
These transf ormer s will be place d in I nventory for emei ge ncy use. 


JCopy of P.0, and Bid Tabulation attached) 


EFFECT OF PASSAGE_ will have the t rans for mers in in ventory for use in an 


emer-geno-yv 


EFFEOT OF NON -PASSAGE will not have, the transformers in inventory. 


MONEY INVOLVED (Direct Covin, Expenditures, Sayings) 

Total Cost to City Utilities: $3,687.00 





































































































